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Message Text 



UNCLASSIFIED 

PAGE 01 COLOMB 01739 101202Z 
43 

ACTION NEA- 12 

INFO OCT-01 ADP-00 SS-15 NSC-10 CIAE-00 DODE-OO INR-10 

NSAE-00 PA-03 RSC-01 USIA-12 PRS-01 EB-11 COME-OO 

AID-20 TRSE-00 SCEM-02 RSR-01 /099 W 

040527 

R 101145Z JUL 73 
FM AMEMBASSY COLOMBO 
TO SECSTATE WASHDC 9738 

UNCLAS COLOMBO 1739 

E.O. 11652: N/A 
TAGS: ENRG, CE 

SUBJ: MONSOON RAINS EASE COLOMBO ELECTRIC POWER CRISIS 
REF: COLOMBO 1407 

COLOMBO ELECTRIC POWER CURTAILMENT IMPOSED BEGINNING JUNE (REFTEL) 
WAS TERMINATED JUNE 30 AFTER SUBSTANTIAL MONSOON PRECIPITATION 
REPORTED IN CENTRAL, WEST AND SOUTHWEST PORTIONS OF SRI LANKA. 

T W MENDIS, CHAIRMAN CEYLON ELECTRICITY BOARD, DECLARED SITUATION 
CONSIDERABLY EASED AS TWO PRINCIPAL RESERVOIRS HAVE REACHED 
MARGINALLY SATISFACTORY WATER LEVELS. SURCHARGE ON PRIVATE 
ELECTRICITY CONSUMPTION EXCEEDING 50 PERCENT OF MAY METERED 
LEVELS CONTINUES IN EFFECT. CURRENT HEAVY RAINFALL SOUTHWESTERN 
SRI LANKA MAY ELIMINATE NEED OF PRESENT SURCHARGE ARRANGEMENTS 
IN LATE SUMMER. 

VAN HOT JEN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973COLOMB01739 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: COLOMBO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730744/aaaabgbg.tel 

Line Count: 45 
Locator: TEXT ON-LINE 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 COLOMBO 1407 
Review Action: RELEASED, APPROVED 
Review Authority: willialc 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20-Dec-2001 by thomasv0>; APPROVED <13 FEB 2002 by willialo 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MONSOON RAINS EASE COLOMBO ELECTRIC POWER CRISIS 
TAGS: ENRG, AORG, CE 
To: STATE 
Type: TE 
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